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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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NATIONAL FOREWORD 

This Indian Standard (Part 1) which is identical with ISO 8037 1 1986 Optics and optical instruments— 
M croscopes— Slides — Part 1 Dimensions optical properties and marking issued by the International 
Organization for Standardization (ISO) was adopted by the Bureau of Indian Standards on the 
recommendation of the Optical and Mathematical Instruments Sectional Committee and approval of the 
Mechanical Engineenng Division Council 

The text of ISO Standard has been approved as suitable for publication as Indian Standard without 
deviations Certain conventions are however not identical to those used in Indian Standards Attention 
IS particularly drawn to the following 

a) Wherever the words International Standard appear refernng to this standard they should be 
read as Indian Standard 

b) Comma ( ) has been used as a decimal marker while in Indian Standards the current practice is 
to use a point ( ) as the decimal marker 

IS 1 5268/ISO 8037 consists of the following parts under the general title Optics and optical instruments- 
Microscopes— Slides 

Part 1 Dimensions optical properties and marking 

Part 2 Quality of material standards of finish and mode of packaging 

The concerned technical committee has reviewed the provisions of ISO 7944 referred in this standard 
and has decided that it is acceptable for use in conjunction with this standard 



AMENDMENT NO 1 AUGUST 2008 

TO 

IS 15268 (PART 1) 2002/ISO 8037-1 1986 OPTICS AND 

OPTICAL INSTRUMENTS — MICROSCOPES — 

SLIDES 

PART 1 DIMENSIONS OPTICAL PROPERTIES AND MARKING 

[National Foreword] — Substitute the following National Foreword for the 
existing 

NATIONAL FOREWORD 

This Indian Standard (Part 1) which is identical with ISO 8037 1 1986 Optics 
and optical instruments — Microscopes — Slides Part 1 Dimensions optical 
properties and marking issued by the International Organization for 
Standardization (ISO) was adopted by the Bureau of Indian Standards on the 
recommendation of the Optical and Mathematical Instruments Sectional 
Committee and approval of the Mechanical Engineering Division Council 

IS 15268 consists of two parts Part I and Part 2 The other part which is 
identical with ISO 8037 2 1997 is as under 

IS 15268 (Part 2) 2002 Optics and optical instruments — Microscopes — 
Slides Part 2 Qual ity of material standards of finish and mode of packaging 

The first revision of IS 3099 (Parts 1 and 2) Microscopes — Slips and slides — 
Specification Part 1 Microscope slips Part 2 Microscope slides was published 
in 1992 and to take care of latest technological developments at International 
level IS 3099 (Parts 1 and 2) 1992 shall be subsequently superseded by 
IS 15268 (Part 1) 2002/ISO 8037 1 1986 IS 15268 (Part 2) 2002/ISO 8037 
2 1997 IS 15270 (Part 1) 2002/ISO 8255 1 1986 and IS 15270 (Part 2) 
2002/ISO 8255 2 1997 w e f 01 April 2009 

The text of ISO Standard has been approved as suitable for publication as Indian 
Standard without deviations Certain terminology and conventions are however 
not identical to those used in the Indian Standards attention is particularly drawn 
to the following 

a) Comma () has been used as decimal marker while in Indian 
Standards the current practice to use a point ( ) as the decimal 
marker 



Amend No 1 to IS 15268 (Part 1) 2002 

b) Wherever the words International Standard appear referring to 
this standard they should be read as Indian Standard 

The concerned technical committee has reviewed the provisions of ISO 7944 
referred m this standard and has decided that it is acceptable for use in 
conjunction with this standard 

The requirement of BIS Certification Marking is given in National Annex A 
This requirement is part of this standard 

For the purpose of deciding whether a particular requirement of this standard is 
complied with the final value observed or calculated expressing the result of a 
test or analysis shall be rounded off in accordance with IS 2 1960 Rules for 
rounding off numerical values {revised) The number of significant places 
retained in the rounded off value should be the same as that of the specified 
value in this standard 



NATIONAL ANNEX A 

(National Foreword) 

A 1 BIS CERTIFICATION MARKING 

Details available with the Bureau of Indian Standards 
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OPTICS AND OPTICAL INSTRUMENTS - 
MICROSCOPES — SLIDES 

PART 1 DIMENSIONS OPTICAL PROPERTIES AND MARKING 



Introduction 

This part of JSOBC07 )Bys dcwn timsimcms- Bnsi species 
opt C8l qual ty requirements n order on the one hand to so ve 
the problem of stor ng si de prepa at ons and on the othe 
hand to guarantee the qual ty of observat on The data gven n 
th s part of ISO 8037 are appi cable to most p oducts n use and 
have been adapted to take nto account the elevant nat ona 
standa ds n force 

s equ ements fo d mens ons 



future part of ISO 8037 

M c oscope s des fo m part of the I urn nat ng system the task 
of wh ch t s to Hum nate the spec mens somet mes at very 
la ge condense apertures and often so as to f o m the add t onal 

mage of a d aph agm the so called f e d d aph agm n 
the spec men When a spec men s be ng prepa ed t s often 
completely eft to the d sc et on of the use to dec de wh ch 
method of m croscopy Ibr ght f eld dark f eld phase contest 

nterfe ence cent ast) vi/ II be equ red for observat on 
M croscope si de« «nd condensers (parts of th» Hum nat ng 
optcalsyst herefore be su tab e for a spec men to 

be llumlnE erved whatever the method chosen In 

th s context t s nportant to keep to a certa n refract ve ndex 
and a certa n th cknest of the m croscope s de wh ch togethe 

nfluence the quality of the mage of the f eld d aph agm and 
the work ng d stance between condense and m c oscope si de 



1 Scope and field of application 

Th s part of ISO 8037 spec f es requ rements for d mens ons 
th ckneas optical propert ea and tola ances fo m croscope 
a des used for transmrtted I ght m croscopy n the v s ble spec 
tral range 



2 Reference 

ISO 7944 Optics and optical nstruments - 



3 Requirements 
3 1 Dimansions see 




311 Length 

The length / fo 

312 Width 
Thewdth * fo 



c oscope si des sh 



1 croscope si des shall be 
Table 



L,ngth 


Width 


Comments 


45 " 


26 ° 


s anda d s des 


76 ° 


76 


39 ° 


arge s des 


76 " 


52 " 



s defined ss b« ng the ang* f am 400 to 760 nr 



IS 15268 (Part 1 ) 2002 
ISO 8037 1 1986 



313 Thickness 

The th ckness s for rr 






s des a a ava ab e 



NOTE Thcke andth 



3 2 Optical properties 

The opt ca p opert es of m croscope si di 
P nc pa efract ve ndex n, 1 53 i 



a) the d mens ons or des gnat on asgven n the tab e 

b) the ave age number of si des pe package 



i shall be as follows 



Bureau of Indian Standards 

BIS IS a statutory institution established under the Bureau of Indian Standards Act 1986 to promote 
harmonious development of the activities of standardization marking and quality certification of 
goods and attending to connected matters in the country 

Copyright 

BIS has the copynght of all its publications No part of these publications may be reproduced in any 
form without the prior permission in wnting of BIS This does not preclude the free use in the course 
of implementing the standard of necessary details such as symbols and sizes type or grade 
designations Enquines relating to copynght be addressed to the Director (Publication) BIS 

Review of Indian Standards 

Amendments are issued to standards as the need anses on the basis of comments Standards are also 
reviewed periodically a standard along with amendments is reaffirmed when such review indicates that 
no changes are needed if the review indicates that changes are needed it is taken up for revision 
Users of Indian Standards should ascertain that they are in possession of the latest amendments or 
edition by referring to the latest issue of BIS Catalogue and Standards Monthly Additions 

This Indian Standard has been developed from Doc No ME 31 (629) 
Amendments Issued Since Publication 
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